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Sin 

The returned designs for Annual Assay coin seals will be 
satisfactory; and, as they are to be used for sealing wax alone, 
it is not necessary that they be cut in steel, unless there is 
some decided advantage. 

I have marked one for Carson, which will be required only in 
case coinage be resumed at that institution. 

Very ae eg 
Director of the-Mint. 

Hon.Daniel M.Fox, 

Superintendent U.S.Mint, 


Philadelphia. 
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Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
March 9, 1887 


Sir: 


The returned designs for Annual Assay coin seals will be satisfactory; and, as they are to 
be used for sealing wax alone, it is not necessary that they be cut in steel, unless there is some 
decided advantage. 


I have marked one for Carson, which will be required only in case coinage be resumed at 
that institution. 


Very respectfully, 
James P. Kimball 
Director of the Mint. 


Hon. Daniel M. Fox, 
Superintendent U.S. Mint, 
Philadelphia. 


